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FOR MECHANICS, 

SERVICE STATIONS, 
GARAGES, PANEL BEATERS, 
HOME HANDYMAN 


© 5 Tonne rating (Tested to 3.5 
times this capacity). 

® No welds to crack. 

® Heavy Duty cast base. 


© Acme screw for quick 
adjustment (4 t.p.i.). 


® Guaranteed against faulty 
workmanship and material. 


— D\ ¢ Minimum Height 280 mm (11”) 
\ , _ Maximum Height 450 mm (18”’) 


DAWN TOOLS & VICES 


DIVISION OF SIDDONS PTY. LTD. 
1 NORRIS STREET, NTH. COBURG 
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